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WHAT ELECTRICITY WILL DO IN THERA- 
PEUTICS. 


OST neurologists and their followers believe that elec- 

tricity is merely a placebo, a suggestive measure, capable 

of no particular therapeutic property. Probably the reason that 

these men take this attitude is ignorance of the progress in 
these matters, and not duplicity. 

As a matter of fact, there is no agent in therapeutics to-day 
which covers so wide a range of utility and is so effective in 
the therapeutics of nervous diseases, and of inflammation in 
general, as the various electrical modalities. The man who 
talks of electricity in an indefinite way, and considers the old- 
fashioned battery current as in any way similar to the cur- 
rents employed in the modern electro-therapeutic methods is 
behind the times. And so it is looked upon by the majority 
of the medical profession. 

An intelligent retrospect of electricity as employed in thera- 
peutics considers it from the point of view of the various 
qualities and characteristics of the currents produced by the 
modern types of apparatus. 

The static current, which has most often been considered 
as a placebo by the skeptics, and only a suggestive measure, is 
the most potent mechanical agent in therapeutics. The modali- 
fies of the static apparatus act by inducing tissue activity and 
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‘secondary current. The rotary converter is 
le and practically noiseless in operation. The 
the alternating current is mounted as described 

- outside difference being that no starting box 

s required. ¢ front of the apparatus is finished in heavy 
c ee ee. Cabinet work is of the highest grade French 

jn cither solid mahogany or quarter sawed oak. The 









resonator, Leyden j -meter and other parts are 
of the same high grade of workmanship as furnished on our 
most elaborate apparatus, A desk type apparatus is manufac 
red for use with the alternating curgent. The price of the 
varies from $1a5 for the desk type without hot 
to $a75 for the direct piano type with hot wite 
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